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E.O. 11652: N/A 
TAGS: NATO, SENV 

SUBJECT: CCMS, FIRST GEOTHERMAL IMPLEMENTATION CONFERENCE, 
WELLINGTON 

REF: STATE 68278 

1. EMBASSY HAS MADE REPEATED EFFORTS OBTAIN CONFIRMATION OF 
GUIZA AS GOM CCMS PROJECT COORDINATOR, SO FAR UNSUCCESSFULLY. 
HENCE, GRATIFIED AT BRESEE DIRECT CONTACT AND FOLLOW-UP. 

2. SCICOUNS HAS BOMBARDED CFE DEPUTY DIRECTOR ODON DE BUEN 
LOZANO WITH DETAILS OF US PROGRAM DEVELOPMENTS AND NZ MEETING 
PREPARATIONS, BASED ON VARIOUS MESSAGES RECEIVED. 

3. DR. ALBA, INEN DIRECTOR GENERAL, AND OTHERS ALSO HAVING 
DIFFICULTY GETTING ACTION OUT OF CFE WHICH STILL ENGAGED 
PROCESS INTERNAL REORGANIZATION. HENCE IMPRESSION PREVAILS 
THAT NO SUBSTANTIVE PROBLEM, ONLY UNRELATED INTERNAL REASONS, 
DELAYING ACTION OF APPOINTMENT GOM COORDINATOR, FOR WHICH POST 
GUIZA LOGICAL CANDIDATE. 
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4. EMBASSY WILL CONTINUE EFFORTS. 

JOVA 
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